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Mint 


of the United States, 

Per Mr, W. 

Uear Sir:- 


S. Steel, Phila. 


We regret to hear that one of the springs in 
the coining press of our make has broken. We understand this to 
be the large flat spring. We will have one made at once and send 
our man with it tomorrow to put into the press. 

Yours truly, 

Perraeute Machine Co., 

Per 
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Ferracute Machine Company, 

Bridgeton, New Jersey, U.S.A., 

November 30, 1892 

Answering Yours of November 29, 1892 

Mint of the United States, 

Per Mr. W.S. Steel, Phila. 

Dear Sir: - 

We regret to hear that one of the springs in the coining press of our make has broken. We 
understand this to be the large flat spring. We will have one made at once and send our man with 
it tomorrow to put into the press. 

Yours truly, 

Ferracute Machine Co., 

Per P.K.R. 



